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12 January 1979 


STAT MEMORANDUM FOR: | 
: ry, Suggestion and Achievement 


Awards Committee 


1eT, Pictoria ervices Branch, OCR 


SUBJECT : Reference Suggestion No. 77-489, Improving Utility 


of Headquarters Building Space 
STAT Dearl 


This note may suggest a minute amount of ‘sour<grapestspactionsto.. 
-theall..response<toemyvone=and*oneshakf-yearsoldusuggestion. I would 
have to confess that it is! ~-Pjustedonat.belleve.the.evaluaton-reakhy- 
Studiedomy«September.297$978“updateand“artist™ concept oneofthe- 
sountyard“constraction. If that concept were followed, I do not see 
how construction would adversely effect the heat, ventilation considered 
a major flaw in the evaluation report (paragraph 3). 


Finally, cost~ofathesconstruction would itdeed=beshightasclsindi cated 
jnitial ly inadl@hls.noteasehi ghi« bsubmity-rasecanstruction.0Mmlease.o£,a 
Ney Auiddinga—Mysuggestion=was*intended’ tovaebevrate=thetcrowded»:- 

canditions..of}.thesHeadquartersButkding;:-in the Headquarters Building, 
by putting non-analytical, non-operational units in the open [Public - 
Affairs, the permanent CIA Museum, etc. ]. 


STAT 


| Approved For Release 2004/01/29 : CIA-RDP83-00156R000600050003-4 


